Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 BONN 08533 301233Z 

43 

ACTION SCI-06 
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085322 

P R 301230Z MAY 74 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC PRIORITY 2857 
AEC GERMANTOWN PRIORITY 
INFO USMISSION EC BRUSSELS 

UNCLAS BONN 08533 

DEPT PASS SCI FOR MR. SIEVERING: GERMANTOWN PASS PRIORITY 
TO DR. JACK VANDERRYN 

E. O. 11652: N/A 

TAGS: TECH, ENRG, TGEN 

SUBJECT: ECG AD HOC R&D GROUP MEETING 

REF: STATE 112411 

1. SCHMIDT KUESTER REGRETS THAT HE WILL NOT RPT NOT BE 
AVAILABLE FOR CONSULTATIONS WITH DR. VANDERRYN AND MR. 
SIEVERING ON JUNE 5. DR. POPP, IN CHARGE OF BASIC 
PROBLEMS AND PLANNING SECTION AND RESPONSIBLE FOR 
PREPARATION OF REPORT WILL DISCUSS DRAFT FINAL REPORT. 

2. TWO SINGLES WITH BATH AT EMBASSY GUEST HOUSE FOR 
NIGHTS OF JUNE 4, 5 AND 6 CONFIRMED. 

HILT .F.NBR AND 
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